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in turn, allows the cooler air, here and there, to overflow the warmer, and, thereby, establish that convectional instability essential to the genesis of the thunderstorm.
Presumably, then, the above is at least a part of the reason why, in the central portion of the United States, the thunderstorm is more frequent and the summer precipitation more abundant, during the night than in the daytime.